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SUBJECT: EXPORT OF EQUIPMENT FOR INDIAN ATOMIC PLANT 

1. BORSIG GMBH OF BERLIN HAS APPLIED TO ALLIED 
KOMMANDATURA EOR LICENSE UNDER ALLIED ATOMIC LEGISLATION 
FOR EXPORT TO INDIA OE EIVE CENTRIFUGAL COMPRESSORS, 

WITH ELECTRICAL DRIVES AND AUXILIARY SYSTEMS, TO BE 
USED IN HEAVY WATER PLANT AT KOTA, RAJASTHAN, INDIA. 
EQUIPMENT DESCRIBED AS FOUR TURBOCMPRESSORS WITH 
CAPACITY OF 600,000 KG/HR EACH AND ONE TURBOCOMPRESSOR WITH 
CAPACITY OF 1 19,000 KG/HR, ALL FOR COMPRESSION OF HYDRO- 
GEN SULFIDE TO PRESSURE OF 20 TO 22 ATMOSPHERES. 

2. BORSIG HAS PROVIDED EOLLOWING STATEMENT ISSUED BY 
DIRECTORATE OF PURCHASE AND STORES, INDIAN DEPARTMENT OE 
ATOMIC ENERGY AS FOLLOWS: QUOTE WE HEREWITH CONFIRM THAT 
THE BORSIG CENTRIFUGAL COMPRESSORS ORDERED UNDER LETTER 
OF INTENT DPS/HWP/FAB/59/PO/771 1/FE DATED 8TH 

AUGUST 1975 WILL BE INSTALLED IN OUR HEAVY WATER PLANT 
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THE PEACEFUL PURPOSE OF POWER GENERATION. WE FURTHER CON- 
FIRM THAT THESE CENTRIFUGAL COMPRESSORS WILL NOT BE 
EXPORTED TO OTHER COUNTRIES. /S/R. PARTHASARATHY UNQUOTE. 

3. MANUFACTURE OF THIS EQUIPMENT IS OF COURSE A WELCOME 
CONTRIBUTION TO BERLIN ECONOMY, AND ITS EXPORT IS UNOB- 
JECTIONABLE FROM POINT OF VIEW OF ADMINISTRATION OF ALLIED 
ATOMIC CONTROL LEGISLATION FOR BERLIN. UNLESS INSTRUCTED 
OTHERWISE BY DEPARTMENT, WE PLAN TO SUPPORT APPROVAL OF 
EXPORT LICENSE AT SEPTEMBER 17 MEETING OF ALLIED KOMMANDATURA 
ECONOMICS COMMITTEE. GEORGE 
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